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Annex % 


Hien Frequency Laboratory and Electric Plant 


in KUCGHINO 
Legend: 
1 Old plant, two buildings, 200x100 feet each 
2 New plant, 200x300 feet 
3 Garage and repair shop 
4, Mechanical workshop, 50x165 feet 
5 ew building 
& KUCHINO 
7 An army depot at a distance of about 1.5 miles 


Not to scale 
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